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Existing space 

Morrill I & IV 

2007 Projected 
Program 

Heeds 

Program A-1 

2008 Program Fit 
at Ag Eng North 
BulEding 

Program A-2 

2009 Pro 
Program 
Consolid 
Program 

Room No, 

iSiSNSi?: 





Room 









Available space in Ag engineering North - Rooms 119C, 119E, 119G, 1191, 120,122, 118 






4,312 


















Chief of Lab (1) 

N224A 

356 

1 

200 


222 

N224A 

Chemists (4) 

N236A 

164 

1 

240 


294 

N236A 

Evidence Officer (1) 

N251 

0 

1 

120 


100 

N251 

Evidence Drop-off Area 

N251 

337 

0 

0 


0 

N251 

Evidence Pick-up Area 

N251 

0 

1 

80 


82 

N251 

Evidence Storage Area 

N251B 

28 

1 

40 


33 

N251B 

Work Area / Computer Room 

N251A 

128 

1 

100 


134 

N251A 

Laboratory (2-4' fume hoods) 

N236 

1,431 

1 

675 


759 

N236 

Gas Cyiinders 

N243 

110 

1 

80 

Outside 

0 

N243 

Records Storage 

N245 

95 

1 

125 


137 

N245 

Storage 


N246 

iiiiiii: 

1 

100 


131 

N246 

Storage 


N248 

iiiiil 





N248 

Supplies 


N248A 

iiiiiili 




96 

N248A 

Suppiies 

N249 

10 





N249 

Evidence Storage/office 

N247 

291 





N247 

instruments/Hood 

N247A 

81 





N247A 

Shared Conference/Training 

N224A 

430 

1 

250 


277 

N224A 

MuiAoisA 


iiPSi 


i 


i 2,266 
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1/13/2009 



posed 

^tion 

iiiiii: 

Comments for Proposed Consolidation 
Program 


iiiiii; 










356 


164 


0 


337 


0 


28 


128 


1,431 


110 


95 



Reslocates storage & consolidate to N245-255 

iimim 

Relocate Storage & Conslotoatoto N24S-255 

iiiiiil:; 

Relocate Storage & Gonsolidato to H245-255 

10 


291 


81 


430 
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2.01 



3.0 Immunizations <& Epidemiology 

3.01 

3.02 

3.03 

3.04 

... .. 



. .■ 


Total Not Proiiiiiiiiii 



Total Project Program 

Toilet Rooms 


Total lotorlorS^pacBto Ronovat© 
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Inspector 

N255 

152 

1 

120 


128 N255 








iiiiiiiiiiiiiiiiii 



1SS 


. m 










State Epidenniologist (1) 

N424B 

134 

1 

150 


155 N424B 

Public Health Nurse (1) 

N424 

291 

1 

120 


122 N424 

Adnnin Assistants (2) 

N424 

0 

1 

140 


170 N424 

Reception Area (1 


N424A 

127 

1 

100 


127 N424A 

Paper Storage 


N244 

330 

wmmrn 

150 


99 N244 

Vaccine Storage 


N244A 

68 

1 

200 


209 N244A 

Vaccine Storage 


N244C 

542 




0 N244C 

Stof r?5 i ni n n 







N75n 


ijiiiiiiiliiiiiiii 



iiiii 














iiiiii 


B 


11.275 i 

Internal Circulation 

NA 

0 

0.3 

927 


1,037 NA 










liiiiiiH 



4,017 


mm^ \ 







203 













4,017 



Outdoor shed - Gas Cylinders 






168| 







111^^ 



Rooms in Morrill I to be renovated for alternative UMass Use 
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New Biology and Chemistry Wet Labs for General Assignment 
Potential Assignment to NRE or other High Priority Lab Needs 

Renovation of Agricultural Engineering North Building 


Space Type 

Existing Space to be 
renovated 

Room No. NSF 

Classroom 

Studio Classroom 

Welding Shop 

Lab Module 1 

119 1,794 

120 1,811 

122 1,835 

Laboratory 


Lab Support 


Write-up Room 


Subtotal 

M40 

Lab Module 2 


Laboratory 


Lab Support 


Write-up Room 


Subtotal 

rm 



Lab Module 3 


Laboratory 


Lab Support 


Write-up Room 


Subtotal 

TBD 



Lab Module 4 


Laboratory 


Lab Support 


Write-up Room 


Subtotal 

TBD 
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29-Oct-07 


Existing or new 

PI - Program 

Need 

Lab IVIodule 
Program 

Fit to Space 

Alternative 

Program 

Existing Lab 
Bench 

A-2 Lab Bench 
Space 

Room NSF 

Room NSF 

Room NSF 

Lin ft 

Lin ft 







1 704 



118 


1 130 





1 156 






3 990 


iTBD 

118 







1 704 



113 


1 182 





1 130 

3 


ifISg . 

1t13| 












1 891 



146 


1 132 





1 90 





3 1,113 


;TBl> 

146i 












1 704 



118 


1 130 





1 156 





3 m 


Hbd 

118; 
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Lab Module 5 


T otat. f . 

Toilet Rooms 

Future NRE Office Space 

Total Interior 


Laboratory 
Lab Support 
Write-up Area 

Subtotal 


Outdoor shed enclosure 
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